MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  19 


Township:  10  North 


Range:  2  West 


Corner  ID:  BeBl  A- 15 


Monument  Description  &  Remarks:  MAG  nail.  Survey  Sign  4.5ft  above  ground  at  pt.  B 

References  On  File:  Eric  Deckard  survey,  Dennis  Franklin  &  Debra  Narey  (2006)  on  file 
m  Recorder  Office,  cabinet  S  envelope  381  ’ 


recovery  tie  drawing 

Field  Book  3$  Page  No.  52 


A  -  MAG  nail 

B  -  S  86°  E  18.83'  to  Survey 
Sign  on  Iron  Post 

C  -  S  44°  E  6.30'  to  5/8"  Rebar 
with  cap, "  B YNUM-F ANYO 
CONTROL  POINT’ 

D  -  S  04°  W  45.98'  to  MAG  nail 
in  County  Line  Road 

E  -  N  26°  W  52.23'  to  MAG  nail 
in  12"  Power  Line  Pole 
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Not  To  Scale 
Compass  Bearing  Magnetic  Nortli 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor certify  that  this  document  was  prepared  under  my 

f  rr °fthe  *««  ** 

is  given  under  my  haprUpd  s^l  this  2 8ttyday-6f  Jun e,  200% 


&U^±i 


SEa. 


/4FC 


/ 


Administered  by  the  Monroe  County  Survey4^@V^|^rd 
Date;  ~1  ~  lO  -20O~f 


nmui"v>'N 


Drawn  by:  T.E.R  Print  date:  July  2nd,  2007 


Be  Bl  A-15 


